LUNA LODGE 

9019 CENTRAL AVE. N. E. 
HIGHWAY 66, ALBUQUERQUE, N. MEX. 

A Motor Lodge of Dist inction 

First Class Accommodations 
Excellent Dining Room — Heated Paddock 
Swimming Pool for Guests 
Phone: 5-9621 
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